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UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D.C. 20535- 

November 26, 1969 


Mr. Howard Roffman 
8829 Blue Grass Road 
Philadelphia, Pennsylvania 19115 

Dear Mr. Roffman: 

Reference is made to your letter dated 
November 14, 1969, concerning the shape, size 
and fiber characteristics of the slit in the 
button line near the collar of President 
Kennedy’s shirt and the possible presence of 
residues on this shirt in the area of this 
slit. 


Each of the above was considered in 
the FBI Laboratory's examinations of President 
Kennedy's shirt. Those examinations, I assure 
you were thorough and inclusive and the 
results are set out in the detail warranted 
by the nature and physical condition and 
composition of the shirt in the testimony of 
Special Agent Robert A. Frazier in Volume V, 
pages sixty through sixty-two, of the Hearings 
before the President’s Commission on the 
Assassination of President Kennedy. In view 
of this, it is the opinion of this Bureau 
that further examinations would serve no useful 
purpose; and, therefore, I regret that I am 
unable to comply with your request. 


Sincerely yours, 

Sqnn Edgar j Hoover 
^Director 


